Detroit & Windsor Ferry Co’s Dock, at Windsor,*Ont., Canada. 
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FERRY DOCK AT WINDSOR, CANADA, 
situated between Brock and Ferry Sts. The main 
entrance is right at the foot of Ouellette Ave.., 
Windsor’s Main thoroughfare. The Ferry Com- 

y operates four regular vessels, the La Salle, 
ritannia, Promise and Pleasure, with two in 
reserve. 
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